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To the County Milk Regulations Officer
..........................................A.E.C.

Milk (Special Designation) (Raw Milk) Regulation,  1949

Application for a producer's licence to use the special designation

ACCREDITED

i*

We...........................................................................................

hereby   apply   for   a   producer's   licence   to   use   the   special   designation
* ACCREDITED ' in respect of milk produced from a herd at.....................

in accordance with the conditions prescribed in the Milk (Special Designation)
(Raw MiJk) Regulations, 1949, for the purpose of selling byf.....................

Signature.

Postal
address *

Date.

* delete as necessary.
f insert * wholesale/ or ' retail/ or * wholesale and retail/
N.B. The particulars overleaf must be completed.
1 Reproduced by permission of the Controller of His Majesty's Stationery Office.